DEVELOPMENT OF A SUPERCONDUCTOR MAGNETIC SUSPENSION AND BALANCE 
PROTOTYPE FACILITY FOR STUDYING THE FEASIBILITY OF APPLYING 
THIS TECHNIQUE TO LARGE SCALE AERODYNAMIC TESTING 

FINAL TECHNICAL REPORT 
NASA Grant No. NGR 47-005-112 
for the Period September I, 1969 to September 30, 1974 

Submitted to: 

NASA Scientific and Technical Information 
Faci I ity 
P. 0. Box 53 

College Park, Maryland 20740 

Submitted by: 

R. N, Zapata 
Associate Professor 

Department of Engineering Science and Systems 


SCHOOL OF ENGINEERING AND 
APPLIED SCIENCE 


RESEARCH LABORATORIES FOR THE ENGINEERING SCIENCES 



UNIVERSITY OF VIRGINIA 
CHARLOTTESVILLE, VIRGINIA 22901 

Report No. ESS-4009- 102-75 
January 1975 


NASA-GR- 141284) DEVELOPMENT OF A 
' SOPEBCONDOCTOR- MAGNETIC SUSPENSION AND 
BALANCE PROTOTYPE FACILITY FOR STUDYING 

Ithe feasibility of applying this 
• (yirgiuia Uciv.). 59 p flC $4.25 CSCL 01A 



Unelas 
G3/09 06529 


RESEARCH LABORATORIES FOR THE ENGINEERING SCIENCES 


The School of Engineering and Applied Science of the University of Virginia has long believed that 
strong research capabilities go hand in hand with effective teaching. Early in the development of its 
graduate training program, the School also recognized that men and women engaged in research should 
be as free as possible of the administrative chores involved in sponsored research. In 1959, therefore, the 
Research Laboratories for the Engineering Sciences (RLES) was established and assigned the 
administrative responsibility for such research within the School. 

Currently, approximately 60 members of the faculty, who also teach at the undergraduate and 
graduate levels, and 30 additional professional engineers and scientists, whose primary responsibility is 
research, generate and conduct the investigations that make up a vigorous and wide-ranging program. 
The Director of RLES, a faculty member and active researcher himself, maintains familiarity with the 
support requirements of all research under way. He is aided by an RLES Academic Advisory Committee 
made up of one faculty representative from each academic department of the School. This Committee 
serves to inform RLES of the needs and perspectives of the research community. 

In addition to administrative support, RLES is charged with providing technical assistance where it 
is needed. Because it Is not practical for each department of the School to become self-sufficient In all 
phases of the supporting technology essential to present-day research, RLES makes services available 
through the following support groups: Machine Shop, Instrumentation, Facilities Services, Publications 
(including photographic facilities), and Computer Terminal Maintenance. 

The purpose of RLES, then, is to provide administrative and technical assistance for sponsored 
research carried out within the School of Engineering and Applied Science of the University of Virginia. 
Such research has played an important part in the University's contribution to scientific knowledge and 
service to the community and continues the successful partnership of University, government, and 
industry. 

For information on current programs and capabilities, write to Director, Research Laboratories for 
the Engineering Sciences, Thornton Hall, University of Virginia, Charlottesville, Virginia 22901. 



DEVELOPMENT OF A SUPERCONDUCTOR MAGNETIC SUSPENSION AND BALANCE 
PROTOTYPE FACILITY FOR STUDYING THE FEASIBILITY OF APPLYING 
THIS TECHNIQUE TO LARGE SCALE AERODYNAMIC TESTING 

FINAL TECHNICAL REPORT 
NASA Grant No. NGR 47-005-112 

for the Period September 1 , . 1-969 to September 30, 1974 

Submitted to: 

NASA Scientific and Technical Information . 

Faci I ity 
P. 0. Box 33 

Col lege Park, Maryland 20740 

Submitted by: 

R. N. Zapata 

Associate Professor and Principal Investigator 

(prepared with the cooperation of 
R. R- Humphrls, Senior Scientist, and 
K. C. Henderson, Research Engineer) 


Department of Engineering Science and Systems 
RESEARCH LABORATORIES FOR THE ENG INEERl NG SCIENCES 
SCHOOL OF ENGINEERING AND APPLIED SCIENCE 
UNIVERSITY OF VIRGINIA 
CHARLOTTESVILLE, VIRGINIA 


Report No. ESS-4009- 1 02-75 

January 1975 Copy No. 



TABLE OF CONTENTS 

Page No. 

FOREWORD iv 

INTRODUCTION ! 

DESIGN CHARACTERISTICS . . 2 

2.1 Coil System 2 

2.2 Cryogenic System . 6 

2.3 Control System 14 

Position Sensor 15 

Fi Iter 19 

Coordinate Transformation 19 

Bias Panel, . 22 

Power Amplifiers . 22 

Compensation . 24 

2.4 D.G. Power Supplies 27 

2.5 Supersonic Tunnel 28 

OPERATIONAL CHARACTERISTICS ... 29 

3.1 Static Force Calibration 29 

3.2 Dynamic Response 34 

3.3 Cryogenic Performance . . . -34 

3.4 Overall Energy Consumption . 39 

3.5 Aerodynamic Testing Performance 40 

SCALING TO LARGER FACILITIES 41 

4. 1 Sea I i ng Laws 41 

4.2 Optimized Coil Configuration . 43 

4.3 Extrapolation to Larger Facilities 46 

4.4 Design Improvement Options 51 

Power Supp I i es . . 51 

Model Position Sensors . . . * 51 



TABLE OF CONTENTS - CONTINUED 

4.4 Design Improvement Options Continued 

Cryostat Design - 51 

Safety and Reli.ability 51 

Magnetic Coils 52 

Wind Tunnet/Magnetic Suspension Interface ... 52 

5. CONCLUSION 52 



FOREWORD 


This long standing project has had a good share of happy and ex- 
citing moments, when different stages of success In the laboratory 
crowned long sustained effort which included creativity, persistence, 
and plain hard work. But, unfortunately, there have been more than a 
normal share of sad moments. Three people associated with the project 
have passed away. Bob Russell, who took Initial responsibility for the 
design and Implementation of power supplies to drive the coil system, 
died tragically In September of 1968. Then, in December of 1973, 

Harleth Wiley, the long time promoter of wind tunnel magnetic suspension 
research and to whom this entire project is enormously Indebted In so 
many ways, passed away. Finally, in September of 1974, Hermon Parker 
died. Hermon was the creative intellectual force behind the University 
of Virginia magnetic suspension concept, which he first discovered In 
1959. He was the author of practical scaling laws for magnetic coils 
and was the first to champion the "cold balance" concept. He also saw 
the potential of iron cores in aerodynamic models and did extensive 
research on the feasibility of utilizing iron vIs-a-vis the requirements 
of the quasi si x-degree-of-f reedom testing concept for dynamic stability 
studies. This author was fortunate to be associated professionally 
with Hermon Parker and to enjoy his personal friendship as well. Words 
are Inadequate to describe the loss his untimely death means to all of 
us present and past members of this research team. Rather, in the 
knowledge that this project meant so much to him and the realization 
of his pioneering concepts gave him so much personal satisfaction, this 
final technical report is dedicated to his memory. 


R. N. Zapata 
January 1975 



1. INTRODUCTION 

This report is concerned with basic research and development work 
towards ..prov I ng the feasibility of operating an a I I -superconductor 
magnetic suspension and balance device for aerodynamic testing. There 
were original I y two pr inci pa i objectives guiding this work, i .e. , 

(I) to study the feasibility of applying a qua is-s I x-degree-of -freedom 
free support technique to dynamic stability research, and (2) to In- 
vestigate design concepts and parameters that appear critical for 
applying magnetic suspension techniques to large-scale aerodynamic 
facilities. As time progressed it became practical to shift the 
relative emphasis between these two objectives more and more in favor 
of the second one. Hence, although the validity of this approach and 
the legitimacy of our group interest concerning dynamic stability re- 
search have never been seriously questioned it will be obvious from 
the tone and the bulk of the content of this report that our most 
vigorous efforts have- been devoted to the pursuit of the second objective. 

To put this final report into proper perspective It is appropriate to 
keep in mind that work supported by this NASA Grant NGR 47-005-1 12 Is a 
continuation of work supported by NASA Grant NGR 47-005-029 and is 
currently being followed up under NASA Grant NGS-IOIO. Overall, the 
development of this unique prototype aerodynamic test facility took 
about eight years from the initial formal design studies to complete 
Implementation, although It is hard to pin down an exact length of time 
because the current follow up of work started under the grant for which 
this final' report is written, is Intimately connected with further 
development and refinement of the basic prototype facility. 

However, the official termination date for Grant 47-005- 1 1 2 
(September 30, 1974) does mark a definite change of emphasis from 
research effort centered on the prototype facility proper to research 
effort on scaling of compoments for a larger facility. Furthermore, 
the definitive proof-of-concept experiments took place in the middle of 
the grant period which extended from September 1, 1969 to September 30, 1974. 



During the five years covered in this report, our research group 
published several papers and reported periodically to 'NASA on current 
progress. Thus, most of the significant results delivered have already 
been communicated either in the open literature or in direct communica- 
tions to NASA. There is merit though. In bringing together .in one 
report, however briefly, all relevant aspects of the development of the 
prototype facility, such that a self-contained comprehensive description 
results. This is the goal of the present report. Its main body is 
divided into three sections, i.e.. Design Characteristics, Operational 
Characteristics, and Scaling to Larger Facilities. A. list of relevant 
pub I ications by members of the University of Virginia research group 
is included at the end of the report. 

2. DESIGN CHARACTERISTICS ■ 

A. A magnetic suspension and balance system Is a rather complex 
device even if conventional technology is utilized. In the present case, 
state-of-the-art technology was explored and adopted for several key 
components of the final system. This tended to parcel oufour design 
efforts In rather well defined separate packages which, of course, had 
to be integrated into the overall system. The description below Is 
given in terms of these different component parts and borrows heavily 
from reference (4). 

2. 1 Coil System 

The design of our prototype facility evolved from the concept of a 
cold magnetic suspension and balance first proposed by Parker in 1966 (I) 
The basic idea was to reduce size and power dissipation (and hence con- 
struction and operational cost) of supporting and magnetizing coils by 
reducing the resistivity of conductors used to wind such colls. Drama- 
tic reductions were predicted for a coll system utilizing high purity 
copper operated at 20°K. Parker illustrated this concept with a highly 
symmetric coil configuration with excellent characteristics for use as 
a force balance as well as a model suspension. The basic operating 
principle of this magnetic suspension and balance i s' eas i 1 y exp 1 a i ned 
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with the aid of Figures 1 and 2. A perfect sphere of isotropic 
ferromagnetic material, when placed in a uniform magnetic field becomes, 
uniformly magnetized. Since the magnetizing field is uniform It exerts 
no force on the magnetized sphere. A force does result if a magnetic 
field with a gradient is added. This can be produced efficiently by a 
pair of coils, wound on a common symmetry axis, placed symmetrically 
about the sphere, and with equal but opposite currents. Such an 
arrangement produces no field but maximum field gradient at the sphere 
center, proportional to the current for atr-core colls. 

The direction and the magnitude of the force on the sphere depend 
on the angle t between the gradient coil pair axis and the direction of 
magnetization of the sphere. The fundamental relationship Is: 

dF = (dM.V) B 

where d F Is the element of force acting on an element dM = M dV of 
magnetized materia! of volume dV In an, external field B. Assuming that 
the gradient field Is axially symmetrical about the gradient coil axis 
which passes through the. center of the sphere, no moment of force acts 
on the sphere and the force on the sphere is in the plane defined by 
the direction of M (or B, in this case) and the gradient coll axis. 

in Figure 2 the two special cases of coll configurations which 
yield three orthogonal force directions are noted. The first configu^ 
ration consists of two pairs of t = tan"^i^ coils and one pair of t = 0 
colls. This coil arrangement (somewhat modified) has been used 
successfully by Zapata and Dukes at Princeton (2). The second configu- 
ration consists of three pairs of gradient colls placed symmetrica I I y 
about the sphere magnetization axis at an angle t = tan"^/8. The three 
orthogonal force directions lie along the edges of a cube whose major 
diagonal coincides with the magnetization axis. This configuration 
provides the maximum space for placing a. wind tunnel Inside the coil 
assembly, with the flow direction aligned with the' sphere magnetization 
vector. This is the configuration adopted for the prototype facility 
developed at the University of Virginia. 
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Figure I University of Virginia Magnetic Suspension 
Principle. 
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The transition from simply cold Cor, more precisely, supercooled) 
normal conductors to superconductors operating at liquid helium tempera- 
ture was motivated by the desire to test in the prototype facility as 
much of the technology estimated to be needed for large scale facilities 
as possible. A discussion of some of the problems associated with using 
supercooled high purity conductors may be found in reference (5). A 
comprehensive, updated discussion on the relative merits of supercooled 
vs. superconductor suspension systems for intermediate size facilities 
is currently being prepared under Grant NSG-lOlO and will be published 
as a separate progress report In early 1975. 

The greatest uncertainty concerning the utilization of super- 
conductors for wind tunnel magnetic suspension and balance systems was 
the level of energy dissipation (and hence, helium boil-off) associated 
with a.c. operation in the tightly coupled dynamic environment typical 
of such systems. At the same time, this a.c. behavior constituted the 
most critical design parameter vis-a-vis feasibility of this entire 
magnetic suspension concept. Including safety and economic considerations. 
Hence, it follows that the most significant contribution we claim in this 
report is the removal of this uncertainty and the experimental proof of 
the feasibility of using superconductors in this type of dynamic 
operation. 

A dimensional sketch of the coil assembly of the prototype facility 
is given in Figure 3. Cross sections of the main field coil, both drag 
augmentation coils, and one gradient coil pair are shown together with 
contours of the wind tunnel and the liquid nitrogen and liquid helium 
dewars. Principal dimensions and other design character! st i cs of the 
coils are summarized in Table i. 

2.2 Cryogenic System 

The requirement of providing a liquid helium environment for the 
operation of the superconducting coils is satisfied by a cryogenic sub- 
system consisting of three principal components: a helium cryostat, 

a set of vapor-cooled current leads, and appropriate pressure and 
temperature instrumentation. This cryogenic subsystem is the least 
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TABLE 1 

Prototype Coil Characteristics 


COiL TYPES 


PROPERTIES 

GRAD 

DA 

Number of coils in assembly 

6 

2 

Number of turns/col 1 

135 

3200 

Dimensions, OD/JD/L (cm) 

20/13/1.3 

51/38/6.4 

Type of superconductor 

GE-150 NbSn tape 

0.076 cm copper 

Type of operation 

a.c. 

d.c. 

Measured resistance room temp./ 
1 He temp, Cs^) 

1 .9/0.0012 (1 coil) 

423/0.0033 (2 coi 

Measured inductance room temp./ 
I He temp. Cf^) 

3.9x10-V3.6xI 0"3(| coi 1 ) 

7.-6/4.4 (2 Gol Is 

Measured Q-factor room temp./ 
I He temp. C^^) 

8/25 

. 2. 1/4.2 

Maximum design current (A) 

350 

!00 

Maximum mag. field at NSP (G) 
(1 coil) 

575 

3200 

Maximum mag. field gradient at 
NSP (G/cm) (1 coll) 

36 

210 


MF 

1 

2500 

51/55125 
clad NbTI 

d.c. 

203/0.0036 

2 . 2 / 1 .6 

2 . 2 / 2. 6 

100 

6100 


0 



conventional component of the. prototype facility and has, at the same 
time. Influenced the design of several other components quite markedly. 

For this reason. It is appropriate that the following discussion be 
sufficiently comprehensive even at the risk of making it somewhat lengthy. 

Experimental helium cryostats must meet the basic specification for 
a storage dewar, l.e., hold a prescribed quantity of liquid helium with 
minimum refr Igeration losses that occur chiefly by conduction and 
radiation mechanisms. Conduction losses are minimized by (a) constructing 
the cryogenic vessel with thin, low thermal-conductivity materials, Cb) 
surrounding the liquid container with a hard-vacuum jacket, and (c) 
careful design of, leads and internal supports connecting low and high 
temperature regions. Radiation losses are minimized by either of two 
methods: (I) surrounding the liquid container with a wall held at an 

intermediate temperature (typically, liuqid nitrogen temperature), (2) 
interposing a series of reflecting surfaces or shields between the 
liquid container wall and the (room temperature) outside wall; often a 
combination of both these methods is used for Increased effectiveness. 

Aside from the foregoing specification, the prototype cryogenic 
unit must satisfy the following functional constraints: (i) room, tem- 
perature access for the supersonic wind tunnel, the model position sensor, 
and other system components must be provided, (li) the distance between 
the coils and the wind tunnel should be kept as short as possible, 

(ill) interference, with the magnetic interaction between. the colls and 
the. suspended model must be avoided, (iv) accessibility to the colts and 
other components inside the dewar must be reasonably good. Finally, a 
common specification for experimental systems, high reliability, 
assumes special importance In this case. 

Without going into excessive detail, consider a few of the most 
significant consequences of these specifications. For example, constraint 
(i) leads to a generalized annular geometry in potential conflict with 
constraints (ii) and (lii), since the inside walls of the annulus will 
stand between the coils and the suspended model. Furthermore, the 
possibility of using a simple radiation barrier around the helium 
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container (typically, a copper skirt held at liquid nitrogen temperature, 
located inside a single vacuum jacket), is eliminated since the eddy 
currents induced in such a high thermal-and electrical -conductivity 
barrier will surely interfere with the interaction between the coils 
and the model. An alternate solution consisting of packing superinsuiation 
(aluminized mylar) in the vacuum Jacket surrounding the helium vessel 
has to be el iminated for the same reason. The only remaining practical 
solution uses a liquid-nitrogen radiation shield; however, this solution 
increases considerably the complexity of the design of the cryostat, 
since it requires four Walls between the liquid helium environment 
and the room temperature environment. This solution is still in potential 
conflict with constraints (il) and (iii) as can be appreciated upon 
examination of Figure 3. The cylindrical inner walls of this cryostat 
(shown as vertical lines in the figure) are very thin and are spaced very 
closely to one another in an effort to meet constraint Cil)., Originally, 
all four Inner tubes were made of fiberglass-epoxy bonded to the rest of 
the cryogenic vessel by a special process. It must be remembered at 
this point that the effectiveness of a liquid helium dewar depends 
most critically on the tightness of the vacuum jacket surrounding the 
liquid container. Even small leaks (by more conventional standards) 
cannot be tolerated. At the same time, the success of this entire 
electromagnetic balance concept hinges upon the ability to operate the 
balance without excessive helium losses. Consequently, when a vacuum 
leak developed in one of the fiberglass tubes of the inner vacuum 
jacket, and resisted all attempts to repair it, both tubes of that 
vacuum jacket were replaced by non-magnet ic stainless steel tubes. 
Experiments conducted to determine the nature and magnitude of the effect 
of the presence of these (metal) walls on the magnetic Interaction be- 
tween the coils and the model, revealed that magnetic field attenuation 
and phase shift associated with eddy currents Induced in these walls, 
were of small but finite magnitude. As expected, these effects are 
accentuated as the frequency of the coil, current increases. These 
experiments are documented in reference 3. 
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The dewar is physically separable into two parts: the inner, or 
liquid betium dewar, and the outer, or liquid nitrogen dewar. This 
characteristic proved invaluable at the time the lead In the Inner 
dewar was detected and subsequently fixed. Unless there, 'is a reason to 
separate them, ' norma 1 i y both parts stay together when the coll assembly 
Is removed from the system. When the system is fully assembled, both 
these parts are independently fastened to the top plate that supports 
the entire assembly (see Figure 4). 

A set of 10 current leads carries electric current from the out- 
side of the dewar to the' nine coils Inside. These leads are specially 
designed to use the cooling power of helium vapor to maximum advantage 
by serving as outlets for the helium boil-off. One such vapor-cooled 
lead is shown in Figure 4. In principle, for every current distribution 
in the coil system there is an optimum distribution of helium vapor flow 
rate through the 'vapor-cooled leads that minimizes the total helium boll-off 
in the dewar. In practice, if the leads are adequately sized, It is not 
necessary to monitor the vapor flow distribution, but It Is only 
necessary to monitor the temperature of the outflowing vapor to detect 
gross unbalances Indicative of. severe malfunctions. In this facility 
all vapor-cooled leads are equipped with thermocouples at the ends 
leading out of the dewar; in addition, all connecting tubes between the 
leads and the hSlium recovery manifold are individually valved to 
facilitate any necessary adjustments. The details of the design of the 
vapor-cooled leads can be found In a publication by Efferson (5) from 
which all the information needed to fabricate the leads for this 
facility was obtained. 

The instrumentation requirements for the cryogenic subsystem are 
better understood by considering some of Its key operational aspects. 

For example, since liquid helium is considerably more expensive than 
liquid nitrogen, it is common practice, specially when large systems are 
involved, to pre-coo! the system to liquid nitrogen temperature before 
starting the transfer of liquid helium into the system. This pre-cooling 
process can be accelerated by bleeding dry gas into the vacuum jacket 
between the liquid helium and liquid nitrogen containers until the 




Figure 4 Sketch of Prototype- Magnet ic Suspension and Balance 




pressure reaches several torr. It is clear that pressure and temperature 
instrumentation requirements result from the need to perform the pre-cooling 
operation'. Additional requirements result from the need to determine 
liquid level during liquid helium transfer and during the performance 
of a test. 

Conventional vacuum gauges are adequate for measuring all working 
pressure levels between atmospheric pressure and the ultimate vacuum 
(about 10"^ torn) achieved in the jackets surrounding the nitrogen and 
the helium dewars. ' Temperature information is needed at three specific 
temperature levels: (1) room temperature, as a reference for the 
measurement of coil parameters (R,L,(5), (2) liquid nitrogen temperature, 
as an. indicator of the state of readiness of the pre-cooling process, 

(3) liquid helium temperature as an indicator of coverage by liquid helium 
during transfer. Miniature carbon resistors are installed at five 
locations, marked with an x in Figure 4, between the lower surface of the 
bottom coil and the first radiation shield above the 'Coi'l assembly. 

These resistors are bonded to large masses (for example, the flange of 
a DA coil) so as to insure that their temperature reflects that of a 
given part of the coil assembly rather than being dictated by local heat 
transfer conditions. Furthermore, their operating current Is minimal. 

The output circuit has been arranged so as to produce calibrated 
readings of the three temperatures of interest at conspicuous points 
on the readout scale. No practical meaning is attached to readings at. 
Intermediate points. 

in addition to the temperature sensors, a set of five liquid-level 
sensors are located at nearby locations. These are particularly useful 
during the balance tests as the level of liquid helium descends, but 
uncovered portions of the coil assembly remain at essentially liquid 
helium temperature. The liquid-level sensors are carbon resistors 
similar to the temperature sensors, but they are installed so as to be 
thermally isolated from large masses. Furthermore, a relatively large 
current is constantly circulated through them. As these sensors become 
uncovered their temperature rises substantially above that of liquid 
helium. Their output circuit uses a very effective sound alarm system 
as a readout. 
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The basic instrumentation set of the cryogenic subsystem is completed 
with a gas f lowmeter connected in the main line of the manifold that 
coliects the output from all vapor-cooled leads in the system. The basic 
function of this instrument is to provide, a good indication of the 
.total instantaneous helium boii-off rate inside the cryostat, mostly as 
a safety warning of coil malfunction and to measure a.c. losses. 

2.3 Control System 

The control system for the cryogenic magnetic suspension underwent 
an evolutionary process as operational experience with the facility in- 
creased. In the initial stages of development it was believed that a 
nonlinear controller would be necessary to maintain liquid helium 
boil-off within acceptable limits. This arose as a result of a study of 
the energy optimal controller (3) which had an open-loop control result 
and a compromise - the time optimal controller - which resulted in a 
closed-loop control and acceptable boil-off. 

The nonlinear controller had operational limitations In that it was 
not easy to make minor adjustments to compensate for Inexact system 
modelling and for dl f ferent 'aerodynami c models. Therefore this approach 
was abandoned as experience showed that the helium boll-off rate was 
not as high under dynamic conditions as expected. 

The nonlinear controller was replaced with a velocity plus position 
feedback control ler. However, this was not a straight forward realization 
in that a Luenberger observer was utilized to obtain the velocity feedback. 
The' additional complication of this approach (over direct differentiation 
of the position signal) was necessitated by noise on the position signal 
caused by power line ripple on the laser source for the sensor and by 
mechanical, resonances in the structure. The primary limitations of 
this approach were the number of operational amplifiers required to 
construct the observer and, again, the difficulty of "fine tuning" the 
control. Therefore, when filtering and a better laser source had reduced 
the noise to an acceptable level, the observer was abandoned in favor of 
direct differentiation of the position signal. Thus the controller in 
use at this time, and for most of the closed-loop tests run to date. Is 
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a linear velocity plus position feedback controller where the velocity 
is obtained by differentiation of the position signal. The primary 
advantages of this type of control are simplicity, reliability due to 
fewer active components, and ease of adjustment by control of velocity 
and position gain controls. A block diagram of the control system is 
shown in Figure 5. The components of the control system are discussed ' 
below. 

Position Sensor: There are three requirements for model position 

information during a successful run of this facility. These are: (a) 
the operator of the facility needs to see the mode! for proper coordi- 
nation of the launching and recapturing maneuvers, (b) an error signal 
is needed to close the automatic control loop effecting stable model 
support> (c) position and attitude coordinates, as functions of time, 
constitute the mode! ’’trajectory" information needed as data to compute 
the desired aerodynamics parameters. 

The practical difficulties of establishing a direct optical path 
between a suspended model and an outside observer should be apparent 
upon re-exam I nation of Figure 4. The many optical elements necessary to 
bend the light rays around the dewar become relatively inaccessible 
for modifications and for fine adjustments. Moreover, the annular 
space between the dewar and the wind tunnel, where any type of model 
position detector must be Installed, should not be made larger than 
strictly necessary because as the thickness of this annulus grows so does 
the distance between the coils and the model (constraint (il) in the 
previous section). In retrospect, It looks now that the emphasis on 
minimizing model-coil distance need not. have dominated the design of 
this part of the facility. Much of the effort devoted to getting a model 
position sensor to finally work adequately would have been unnecessary 
had we Increased the room temperature tubular space inside the dewar by 
two to three centimeters in diameter. Unfortunately, the decision 
concerning this initial dimension had to be made very early in the 
process of designing the facility and could not be changed later for 
obvious reasons. 


15 




Figure 5 Block Diagram of Control System. 














Requirement (a) above, has been met rather marginally by two 
methods. The first method consists of direct observation of the test 
section through a side port in the stagnation chamber of the wind 
tunnel via a mi rror inserted on the air feed pipe. This arrangement 
can be seen in Figure 6. It provides a poor quality view of the model 
because the optical path must cross three anti turbu I ance screens down- 
stream of the mirror. The second method consists of a wind-angle lens 
optical viewer mounted on the test section wall which utilizes narrow 
lenses and mirrors to provide an optical path through the annular space 
between the wind tunnel and the nitrogen dewar walls. This system 
suffers from a rather narrow field of view. 

Requirements Cb) and Cc) demand high resolution systems; Traditionally 
error signals for magnetic balance control loops have been obtained from 
optical detectors employing different combinations of light beams, photo- 
cells, and other components. These detectors are relatively simple to 
operate and have built a good record of reliability. Their one im-^ 
portant disadvantage is 'that they must be tailored toa given model. ■ 

This inconvenience made us look with favor on the development of an 
electromagnetic position sensor by the MIT magnetic suspension group. 

This type of sensor operates on the principle of the differential trans- 
former; Its key advantages from our point, of view, are: (I) one sensor 
can be used for different models with no modifications required, (2) the 
spaciai distribution of the sensing elements lends itself admirably to 
the tight space available in our facility. Details about this potentially 
very attractive detector may be found in reference (6). Suffice it to 
say here that there are serious difficulties associated with effective 
utilization of this approach, mostly because of the extreme sensitivity 
of the device to high frequency electromagnetic signals emitted by the 
gradient coils as a result of the pulsating nature of the power 
amplifiers used (see corresponding section below). ■ Hence, It was not 
possible to adopt the electromagnetic position sensor for this facility 
and a more or less conventional optical detector was used. 
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gure 6 Overa I ! 


Prototype Facility Sketch 
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The optical detector consists of an optical source and beamspUtting 
and beamsteering optics, pairs of photodiodes, and associated electronics. 
The beamspi itting and beamsteering optics divide the single beam from 
the source into three pairs of beams which are then directed up the 
annulus between the outer tunnel wall and the inner dewar wall. The 
beams are then reflected across the tunnel. The beams are partially 
blocked by the model at the nominal support point; one pair at the top 
and bottom,, one pair at each side and the third pair at each side 90° 
degrees from the second. As the model moves in one of the axes, the 
model blocks more of one beam and less of the other. The beams are then 
reflected down the annulus and focused onto photodiodes mounted below 
the bottom of the dewar. Figure 7 is a sketch of an optical sensor 
channel where the beam across the bottom of the model has been omitted 
for clarity. 

The photodiodes are connected to current- to-vo I tage converters, and 
the signal for a channel Is derived by subtracting the two signals of 
the pair. This differential configuration of the sensor eliminates much 
of the common mode error f.rom source intensity variations and source noise. 

The gain of each channel Is adjusted to provide 5 volts per ml I ! Imeter 
of modelmotion. ' In addition an operator's .control panel Is provided 
with meters for each channel and manual position controls which allow 
the operator to move the model small amounts about the nominal support 
point. A schematic diagram of the sensor electronics' is given in 
Figure 8. 

Iter : The filter is a standard unity-gain inverting operational 

amplifier low pass filter with switch selectable breakpoints of 100, 60, 
and 30 Hz. The correct filter for a particular model is usually chosen 
by perturbing the mode! with a square wave and observing the response. 

Coordinate Transformation : As stated elsewhere In this report, the 

cryogenic support coils are arranged to provide a tan"^ ^ system. Thus 
the force axes are an orthogonal set but do not provide a convenient 
set of axes for model measurements. The sensor that was previously 
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Figure 8 Schematic of Sensor Electronics. 
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described measures model motion along three mutually perpend i cu I ar axes 
with the x-axIs being aligned with the tunnel axis (vertical). Therefore 
a transformation from the tunnel coordinate system to the tan^l i/8 system 
Is needed. If the tunnel axes are designated by x,y, and 2 and the 
tan"^ axes are designated by x\ y’,.and z', then the transformation 
Is given by 



Thus the three sensor signals are transformed Into equivalent 
motions in the coi I coord I nate system. This transformation Is realized 
as shown by the schematic diagram in Figure 9. 

This circuit was duplicated as shown in the block diagram of 
Figure 5 to facilitate the input of model perturbations in the tunnel 
coordinate system. The perturbation signals are applied after the system 
compensation to avoid the frequency response shaping. 

Bias Panel : The power amplifiers which drive the gradient coils 

require approximately -7 volts .for minimum current and +7 volts for 
maximum current. Therefore a bias voltage is Inserted into the control 
loop to set the nominal support current. This is an operational 
amplifier circuit in, which the bias is algebraically added to the control 
signal . ' 

Power Amp I if lers : The power amplifiers which drive the three pairs 

of gradient colls were built by the Oerlikon Engineering Division of the 
Brown-Boveri Corporation, Zurich, Switzerland to specifications provided 
by the University of Virginia. A summary of the specifications is 
presented in Table 2. 
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Figure 9 Schematic of Coordinate Transformation. 
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TABLE 2 


POWER AMPLIFIER SPECIFICATIONS 


Supply Voltage (Complete Plant) 
Value of Regulated d.c. 

Input Voltage (Signal) 

Output Current 

Time for Current Rise 10-350A 
Current Ripple at Constant Current 
Load Resistance 
Load Inductance 


3 X 440 V 60 Hz 
210 V 
-1 to +7 V 
10 to 350 A 
16 MSEC. MAX. 

± 9 A 

60 mohm MAX. 

8 mH ± 515 


The power .amp 1 1 f iers are switching type amplifiers with force- 
commutated thyristors as the switching elements. • The power amplifiers 
are usable to almost' 300 Hz. After almost four years of use they have 
proven to be quite reliable. This is to a large extent due to the many 
protective features that were provided. Thus, the power amplifiers . 
are automatically switched off In the event of 

1) Failure of input power or any of the phases 

2) Failure of cooling water flow 

5) Failure of any of the several cooling fans 

4) Failure of fuses In commutation or load sections ' 

5) Overload of the input rectifier 

6) Application of tIO volts to the emergency input 

7) Actuation of door interlocks. 

The power amplifiers were designed for a run time of 10 minutes at 
highest-f requency h 1 ghest, -current conditions with a 30 minute rest 
between runs. However, runs under significantly less stringent conditions 
typical ly.are 15 minutes with 10-15 minute rests. 

Compensation : This part of the control system has received the most 

attention during the development of the cryogenic support system. As 
stated In the introduction the final approach to compensation Is largely 
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the result of operational experience gained over several years. In 
order to explain some of the difficulties encountered and , hopef u I 1 y, to 
aid others in similar endeavors, a brief discussion of the approach is 
in order. 

Because of the fact that a support system of this type is Inherently 
open-loop unstable, It is practically Impossible to compensate the 
system by'purely "cut and try" methods. Thus in order to even take 
realistic experimental data, the system must be made closed-loop stable 
by some means. To further complicate the process, it costs approximately 
1,000 dollars in I I qu id he I I um a lone for two days' operation. Thus the 
amount of time available to experiment with the system dynamics was 
severely limited. To alleviate this latter problem, a scaled down 
water-cooled col! system was constructed which would accommodate the 
actual position sensor. This water-cooled system would not support the 
model vertically, but horizontal support could be achieved by suspending 
the model from a string. By taking into account the difference in 
force constants between the cryogenic and water-cooled coil systems, 
experimental data for the cryogen-Ic balance could be extrapolated. 

This technique saved a considerable amount of time- and money. 

A compensation network for each channel was designed using the 
theoretical values of the system constants and 'a theoretical model for 
the system dynamics. This network was a velocity (or rate) plus , 
position network where the velocity was obtained by differentiation of 
the position sensor signal as shown in Figure. iO. This network was 
inserted into the loop as shown in Figure. 5, and the control system was 
connected to the water-cooled coils. The operation was satisfactory 
with only minor adjustment of the gain controls. 

The system was checked by injecting an adjustable frequency 
sine wave into the perturbation input and measuring the response at the 
sensor output. The results agreed closely with the theoretical model. 

This same compensation (with different gain settings to account 
for different force constants) was then tried on the cryogenic system 
with somewhat less satisfactory results. Stable three-dimensional support 


25 








could be achieved at low values of main field magnetization, but as the 
magnetization was increased, the model would drift toward the tunnel 
wall until support was lost. Furthermore dynamic testing as explained 
above showed unaccountable low-frequency (less than 10 Hz) resonances. 
The former problem was corrected by more precise alignment of the 
sensor nominal support point with that of the coll system. The latter 
problem was corrected by stiffening the dewar mounting and eliminating 
the pendulum mounting of the coll structure. After these changes were 
made the support was operated to design values of main field current. 

2.4 D.C. Power Supplies : The magnetizing or Main Field coil and the 

pair of drag augmentation coils have substantially different operating 
requ i rements, f rom the grad lent, col I s. Both types of coils are 
designed for open-loop current adjustment and require much smaller and 
simpler power supp I leS' than those required by the gradient coils. The 
Main Field coll must-be energized with a constant-current power supply 
to maintain a steady magnetizing field. Modest voltage capability is 
required to overcome, lead and connection voltage drops and to charge 
the coil to rated current (nominally, 100 A) in a reasonable length of 
time (typically, of the order of one minute), by manual operation. 

These requirements, plus; normal reliability and economy criteria, are 
satisfied by a BECKMAN INSTRUMENTS MODEL C-25-100 constant-current 
saturable reactor type power supply, which employs no active devices 
other than solid state rectifiers. Current control is effected by an 
adjustable autotransformer making the power supply reliable and rugged. 

A very important consideration in the design of the main field 
circuit is the amount of energy stored in the coil at rated current: 

W = 1/2 L12 = 2.55 X 10^ Joules 

In the event of a failure In some part of the circuit tending to stop 
or drastically decrease the current, the reverse voltage applied by the 
coil, if not controlled, could damage the coil a.nd the power supply. 

The resulting helium boil-off is a potential safety hazard not to be 
taken lightly. To prevent the sudden release of energy a high-current 
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silicon rectifier has been connected (reverse biased normally) across 
thecoil terminals outside the dewar. This prevents the reverse 
voltage from exceeding the diode drop (about I Volt). Furthermore, 
this diode and its lead resistance permit a faster shutdown of the Main 
Field coil under normal operating conditions. 

In as much as the function of the Drag Augmentation coil is to 
balance the steady-state component of the aerodynamic drag minus the 
model weight, the operational mode for these colls must be described as 
slowly adjustable d.c., with an anticipated response-t ime requirement 
on the order of a few. seconds. This operational capability, 
permitting the average Gradient coil current to remain at a steady 
level for maximum range, can be achieved with a voltage-controlled current 
Source. The model vertical position sensor and proper compensation 
comprise the remainder of the' drag-augmentation control loop. 

A Hewlett-Packard, Harrison Division Model 6472A voltage-controlled 
current source (0-64 VDC, 0-I50A), with provision for manual or remote 
programming was chosen. The upper voltage limit of 64' volts Is capable 
of producing a response on the order of: 

At = LAi/E = 20 seconds 
max 

for a current change of 0 to 100 A through the combined inductance of 
12.4 henries of the DA coil pair. A reverse silicon diode across the 
terminals was Installed as a safety protection against sudden 
decreases in coll current, for reasons similar to those discussed in the 
previous sub-section. 

2.5 Supersonic Tunnel : The wind tunnel is a Mach 3 blow down facility 

with atmospheric exhaust. The circular test section has a 14.6 cm 
diameter. Air is stored at 18 atmospheres in two 28 tanks enabling 
•the facility to run for about 4 minutes at 3.25 atmospheres stagnation 
pressure with a run cycle of 90 minutes. To increase run time and 
decrease aerodynamic loads on the suspended models an optimized 
variable second throat arrangement is employed, which permits tunnel 
operation at 3 atm stagnation pressure with a ! in. spherical model. 
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Figure 6 is a sketch of the facility which illusfrates the relative 

size and location of wind tunnel components vis-a*“Vis magnetic suspension 

components. 

Axlsymmetric tunnels have well known problems with flow 
non-uniformities which tend to "focus" In specific test section 
locations. Our tunnel is no exception and flow quality improvement has 
been a slow and difficult process which is still In progress. This 
difficulty is particularly troublesome In connection with aerodynamic 
testing of slender bodies (e.g. conical or power law shapes). Work 
on this problem is continuing under separate sponsorship and will be 
reported in detail In the open literature when completed. 

3 . OPERAT I ONAL CHARACTER I ST I CS 

The superconductor magnetic suspension and balance prototype 
facility has unique operational characteristics stemming from the 
particular coil configuration used, from the superconductor nature of 
the magnetic colls, and from the type of wind tunnel used. Different 
relevant aspects of the operation of this facility are discussed In 
separate sections below. 

3.1 Static Force Calibration : Ohe of the principal advantages claimed 

for the coil configuration adopted for this facility is the linearity of 
the relationships between the magnitudes of support coil currents and 
magnetic, forces exerted on supported models, this characteristic makes 
the magnetic suspension an attractive wind tunnel balance (a 3-component 
balance in this particular case). In the most general case, all three 
types of coils in the prototype conf iguration can exert forces on a 
magnetized model. In the sketch of Figure II, the ferromagnetic sphere 
is shown suspended a distance +Ax above the nominal suspension point. 
Hence, for small Ax (6): 

*^MAG,x " ^DA ^GRAD 
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) 


= y^MV (.(^^x) + Ax C ^^^x ) +. 

NSP,DA 3x2 nSP,MF , NSP,GRAO 

" 'da ^^'mf^'grad' 

where F represents force, M is the Intrinsic magnetic moment per unit 
volume induced in the sphere by the main field, V Is the sphere volume, 

B represents, magnetic induction, x and C are axial coordinates 
(see Figure jl), W Is the sphere weight, I' represents electric current 
and a, 3, and y constants for a fixed geometric coll configuration, 
and where it has been assumed that the model magnetization increases 
linearly with main field current Note that, to a first order 

approximation, there is a vertical force exerted on the model by the 
magnetization coil which is proportional to the magnitude of the 
vertical misalignment of the model with respect to the nominal suspension 
point. Note also that, In general, all three gradient coil pairs 
contribute to the vertical force linearly. Finally, it is worth 
noting that the above force equation is basically a vector equation, I.e., 
the directions of the contributions of the drag augmentation coils and 
the gradient colls depend on the directions of current flow through 
such coils (or coil magnetic polarities) with respect to the current 
flow (or polarity) of the main field coil. Vertical displacement of the 
model always produces a force In a direction opposite to the displacement. 

The magnitudes of the constants a, 3Ax, and y were determined by a 
detailed calibration of the magnetic balance in which a 5.17 cm model 
was suspended by a string from a load cell (simulating the drag force 
on the model) and stabilized laterally near the nominal suspension point 
by the magnetic suspension. Main Field current was used as a parameter 
while drag augmentation current was varied over a wide range of values 
for the two polarities of the gradient coils, relative to that of the 
main field coil. Results are summarized graphically in Figure 12. 
Linearity is excellent throughout. Constants a and y have experimental 
uncertainties of less than 1 and 5^5 respectively. The much larger 
uncertainty associated with the determination of SAx Is undoubtly due to 
insufficient care in holding Ax constant from one experiment to the next. 
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Figure 12 Drag Fore Calibration Results. 
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However, this should present no serious practical problems in actual 
operation for two reasons: First, the magnitude of the contribution 

of the main field coil to the over^ I I verti ca 1 force is small compared 
to the contributions by drag augmentation and gradient coils for values 
of D/W In the range of operating conditions for supersonic flow. Second, 
by careful adjustment of optical sensor components, Ax can be made 
arbitrarily small and thus, F^p can be made vanishingly small even for 
moderate and low D/W situations. 

Based on the above calibration results, the range of drag augmentation 
and main field current settings necessary for supporting a 3.17 cm sphere 
In Mach 3, 3.25 atm stagnation pressure air flow have been computed and 
are listed in Table 3. Note that the average magnitude of the current 
In each gradient coll pair has been assumed at midrange, i.e., 175 A 
for a total of 525 A for a I I three pairs. 


TABLE 3 

■ Current Settings for Mach 3, 3.'25 atm Flow ' 
(D-W)/W = 33.86, Assuming Cj^ = 1 , =1.25 


MF 

^ 'mf ^‘grad 

needed a l.,rUA 
MF DA 

needed 

60 

3.21 

30.66 

78.2, 

65 

3.48 

30.39 

71 .6 

70 

3.75 

30.12 

65.9 

75 

4.02 

29.85 

60.9 . 

80 

4.28 

29.59 i 

56.6 
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3.2 Dynamic Response 


As stated in section 2.3, the design of the control system for 
this magnetic suspension underwent an evolutionary process as operational 
experience with the facility increased. Thus it is somewhat artificial 
to separate the description of this. control system into design and 
operational aspects. Nevertheless, to follow the order of presentation 
adopted for this report dynamic response measurements are mentioned 
here. These measurements were performed for all three tunnel axes using 
sine wave perturbation in closed loop mode. Results for one of the 
horizontal axes are shown In Figure f3. Figure 14 shows results for 
the vertical axis. 

3.3 Cryogenic Performance • 

Time, cost, and safety are the principal aspects of the operation 
of this prototype facility which are directly related to the use of 
superconductor technology to implement the coil system. 

Time is a significant parameter both before and during aerodynamic 
testing. A precooling period of about 36 hours is necessary to prepare 
the facility for economic liquid helium transfer (about 800-1000 liters 
of liquid nitrogen are used for precooling). Normally It takes about 
4 hours between liquid he I I urn transfer starts and the first experiment 
vcan be run. From this point, about 8 hours of run time are available 
before additional helium has to be transferred. A two-day experiment 
will consume between 400 and 500 liters of liquid helium and yield 
between 12 and 16 hours of useful run time. With the available air 
storage-wind tunnel combination a maximum of 10 4-minute runs at. Mach 3 
can be accomodated in' this period. It should be apparent that 
better-than-usua 1 experiment planning Is required for economic utiliza- 
tion of the faci 1 ity. 

The principal operational cost Is due to the consumption of cryogenic 
fluids. Using the figures given in the preceeding paragraph and 
assuming unit costs of S0.23/il for liquid nitrogen and S2.00/JI for 
for liquid helium plus $100 for transportation expenses for liquid 
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helium, a two-day experiment costs between $1,100 and $1,300, or an 
average of $120 per 4-minute run. 

To put the above cost estimates into proper perspective it should 
be kept in mind that this prototype facility is by no means optimum from 
the viewpoint of cryogenic fluid consumption. It must be remembered 
that at the start of this project there were strong doubts among 
applied superconducti vity experts concerning the feasibility of operating 
superconductor coils in the tightly coupled dynamic environment typical 
of magnetic suspension systems. The key question concerned the level 
of energy dissipation by the colls resulting perhaps in unacceptable 
helium boil-off rates or even loss of superconductivity properties in 
extreme cases. Now that this key question has been resolved probably a 
logical next step is to look into possible ways of minimizing cryogenic 
fluid consumption. 

Several examples of liquid helium disipatlon rates for different, 
experimental situations are shown In Figure 15. Pursuing the point made 
in the preceedihg paragraph, It should be noted that the nature of the 
gradient coil power amplifiers coupled with the overall complexity of the 
control circuit in the prototype facility results In a relatively large 
high frequency content in the gradient coil currents. Thus results, 
shown in Figure 15 represent a worse case which can be improved by 
appropriate filtering and other control circuit refinements. 

Finally, safety has been given considerable attention throughout 
the development of this fad 1 ity which, because of its unique character 
involves h i gher-than-ord i nary potential safety hazards. The combination 
of large quantities of liquid helium and high energies stored in the 
magnetic field is awesome. In response to this inherent risk, all 
energy sources have been protected against sudden release of this 
magnetic- field energy into the cryostat. This was disucssed in some 
detail in the section, on Power Supplies. During runs, liquid helium 
evaporation rate is monitored at all times and liquid level Is checked 
directly before every series of experiments. 
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Figure 15 Typical Helium Boil -Off Rates 







3.4 Overall Energy Consumption 

Although energy dissipation resulting in helium boil-off is undoubtly 
the principal Item of energy consumption In a facility such as the one 
described herein, it is of interest to establish the magnitude of the 
total energy consumed by. the facility for economic and conservation 
reasons. In this case the only other item of significance Is the energy 
consumed by the power supply feeding the gradient coil power amplifiers 
(power supplies feeding d.c. -operated coils consume negligible amounts 
of energy, corresponding to power dissipation In the leads). Direct 
measurements of power d I ss i pat ion in the gradient coil power supply have 
not been made. However, a reasonable estimate can be made based on 
upper limits determined by the main fuses of the power amplifiers. This 
yields a'n upper limit of 18 kwatt per power amplifier. This rate of 
dissipation could conceivably be achieved by operation at maximum current 
(0-350 A) and maximum frequency (may be 100 Hz) over the entire experiment. 
It is estimated that,, on the average, only about 20 to 30 percent of this 
maximum power is used. Hence, the total power dissipation from this 
source Is about 10 kwatt. Assuming 10 runs of 4 minutes each, we get 
13.5 kwatt-hour dl ssl patlon In a two-day experiment. 

Cryogenic fluid consumption can be converted to equivalent kwatt-hours 
by estimating the power needed to produce liquid helium and liquid nitrogen 
The following conversion factors are used: 

6.2 kwatt-hour/Jl He 

0.85 kwatt-hour/a 

Since we estimated consumption at 500, liters of helium and 1000 lit 
liters of nitrogen, the grand total is as follows; 

Helium 6.2 X 500 - 3,l00kw-h 

Nitrogen 0.85 x 1000 = 850 kw-h 

Power • amp I i f iers 14 kw-h 

Total energy per experiment 3,964 kw-h 
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3.5 Aerodynamic Testing Performance 

Two types of aerodynamic models, spheres and cones have been 
successfully suspended in the prototype facility. Most of the tests have 
been wind-off to determine the operating character! sties of the suspension 
system. It was explained in section 2.5 that the axisymmetrlc supersonic 
wind tunnel has been plagued by flow i rregu I ar i t ies which have proven 
difficult to eliminate. As a consequence, no reliable supersonic 
aerodynamic data are available to date. The development of this prototype 
facility followed a course such that the emphasis was shifted heavily 
towards the proof of the concept of a superconductor magnetic suspension 
at the expense of emphasis on aerodynamic research capability. Hence, 
an extremely modest offering Is presented by way of current representative 
aerodynamic data, namely, a measurement of sphere drag at very low 
flow speed. Measurements such as this were made by using the wind tunnel 
in a subsonic mode utilizing a simple turbine blower to move the air flow. 
Results are summarized In Table 4 below. The only purpose In showing 
this result is that of confirming' the potential effectiveness of this 
experimental approach to aerodynamic testing. 

TABLE' 4 


Summary of Subsonic Sphere Drag Measurement 


I atm 


Stagnation pressure 
Dynamic pressure 
Sphere dlamenter, d 
Reynolds number based on d 
Mach number 
Measured D/W 
Computed value of 
Commonly accepted value (7) 


0.00145 atm (1.5 cm H^O) 
3 . 1 7 cm 
3.3 X 10^^ 

0.045 

0.045 

0.48 

0.47 
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4. SCALING TO LARGER FACILITIES 


By way of introduction to the topic of scaling magnetic suspension, 
devices for larger aerodynamic testing facilities, it should be remem- 
bered that electromagnetic suspension techniques have been applied to 
support models in wind tunnels for nearly twenty years. Several facilities 
using a variety of magnet configurations have been developed in this 
country and in Europe and they have made possible significant contribu- 
tions to studies of a broad spectrum of aerodynamic phenomena^ 

However, for all its apparent potential, the use of this valuable 
experimental tool has not spread as widely as originally anticipated and 
we are convinced that the main reason is the difficulty of building large 
magnetic suspension facilities. Not one of the existing facilities can 
accommodate a tunnel test section with a characteristic dimension larger 
than about 30 cm. The explanation for this limitation Is simple once one 
considers the laws governing the scaling of magnets. These laws are 
discussed in the following section. Furthermore, In ordinary wind 
tunnels realistic Reynolds number simulation is accompanied by large 
aerodynamic loads (typically, large, values of dynamic pressure, q). 

This, of course, tends to Increase the demand for larger and more power- 
ful support coils. Recent developments of the cryogenic wind tunnel 
concept have involved this situation greatly as discussed In section 4.3. 

4. 1 Seal inq Laws 

In 1966 Parker formulated simple scaling laws for air core magnets 
(1). These are summarized In Figure 16. Parameters relevant to the 
design of both magnetizing and gradient colls are Included. From these 
scaling laws, Parker concluded that the most promising approach to 
applying magnetic suspension techniques to large facilities consisted of 
using magnets built of low resistivity conductors. This realization led 
to the ’’cold balance" concept, initially conceived around high purity 
conductors operated at extremely low temperatures (supercooled) and 
subsequently evolving towards the uti l.ization, of superconductors. 

When superconductors are used, such as in the facility described in 
this report, joulian power d I ssi pat ion has no real meaning since 
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Figure 16 Air-Core Coil Scaling Laws. 
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superconductors dissipate no power when operated In a d.c, mode. The 
revel ant correspond i ng quantity is the a.c. power dissipation of the 
gradient coils as discussed above in section 3.3. The scaling of these 
power losses is not as simple as Is that for convent-iona I magnets. 
Experimental results reported in reference 9 point towards an a.c. -losses 
relationship of the form: 


where E Is the rate of energy dissipation measured in terms of helium 
evaporation rate, f Is the frequency of the sinusoidal coil excitation, 

I Is the total length of superconductor in the windings, I Is the 
r.m.s. magnitude of the excitation, and 6 has a value typically be- 
tween 2.0 and 2.5. Experiments performed In our laboratory confirm' 
this'type of ' relationship In general as shown by results plotted In 
Figure 17. 

In the design extrapolations discussed below It has been assumed that 
current magnitudes and frequencies will be the same for larger facilities 
as they are for the prototype facility, such that coll size and windings 
cross section are the only variables available to the designer. This 
is perhaps an unnecessarl !y conservative assumption since, for example, 
there Is good reason to expect substantially lower characteristic 
operating frequencies in larger facilities. Also, somewhat more 
complicated trade-off calculations would in all probability yield more 
favorable combinations of sizes and current levels for gradient colls. 
However, given the intent of the present preliminary design calculations 
it makes sense to take this worst-case approach as a safety factor, 

4.2 Optimized Coil Configuration 

The main purpose of this design extrapolation exercise was to 
estimate realistically the order of magnitude of coll size and liquid 
helium consumption requirements for large scale aerodynamic test 
facilities. Furthermore, it Is useful to explore the advantages of com- 
bining a superconductor magnetic suspension and balance with a cryogenic 
wind tunnel. It must be pointed out, however, that no specific 
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Figure 17 Results of A.C. Losses Scaling Tests. 
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aerodynamic tests were being considered and, hence, it would have been 
premature to decide on. any particular coil configuration as being 
optimal in some sense. Rather, all calculations were made for a tan“^ ^ 

I 

conf Iguration with drag augmentation similar to that of the improved 
prototype design. Also, a simple spherical model was used in the 
calculations as an adequate representative of the scale of more realistic 
aerodynamic shapes. Again, results presented below should be considered 
realistic from the point of view of order of magnitude only. 

Before extrapolating design and operational characteristics of the 
prototype facility to large scale facilities, a redesign of the prototype 
coil assembly was carried out to take advantage of opportunities created 
by changes made during the development of the facility and lessons learned 
during the shake down and testing process. The principal changes that 
would be implemented in a new coll system are: (,l> the main field coil 
would be spl it iri+o a Helmholtz-I ike pair of cdl Is with the same polarity 
to improve the uniformity of the magnetizing field In the vicinity of the 
npmimal suspension point, and (2) the drag augmentation coils would be 
moved closer to the suspension point and their windings would be located 
at a more favorable angle with respect to the coll axis, thus Increasing 
the axial field gradient at NSP by nearly 50^. On the whole these changes 
result in. a substantially more compact coil assembly than that of the 
existing prototype facility. This improved prototype design has been 
taken as the basis for the extrapolations discussed below. The 
principal coll dimensions for this optimized prototype configuration are 
given in Table 5. 

TABLE 5 


COIL 

00/ I D/LENGTH 
(cm) 

N Turns 

# Coils 

Main F i e 1 d 

48/40/4 

1400 

2 

Drag Augmentation- 

50/38/6 

3200 

2 

Grad i ent 

20/12. 7/1 .3 

135 

6 
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4.3 Extrapol ation to Larger Faciittles 


To understand the coH scaling process It is useful to remember 

that for a given geometric coll configuration, the magnitude of the 

magnetic force exerted by a pair of gradient coils on a magnetized 

sphere Is of the form: 

3B 


MAG 


= kVM 


3x 


9B 

where V, M, and , have been defined before In this paper and k Is a 
constant whose magnitude depends on the geometry of the gradient coil 
windings relative to the direction of magnetization and position of the 
sphere. Of course, in the case of air-core coils the magnitudes of 
magnetic fields and their gradients are simply proportional to the 
magnitudes of the respective currents. At the same time, aerodynamic 
forces are approximately proportional to the cross sectional area of a 
model. For example, for a sphere of diameter d the drag force exerted 
by a flow characterized by a dynamic pressure q is: 


D = 


Trd^ , 
^ 4 


From the scaling laws summarized In Figure 16 It follows that the 
magnitudes of magnetic field gradients remain constant for similar coil 
geometries while the magnitudes of magnetizing f iei ds sea 1 e I i near 1 y 
with the coil, characteristic dimension. Thus, assuming that the supported 
sphere's magnetization increases linearly with magnetizing field (a good 
approximation for iron in the range of magnetic field Intensities of 
Interest here), a practical expression for computing coil size requirements 
for larger but similarly shaped col! configurations is: 


— X X X( 

^7 dl 


(NI2) + e(Nl2) 

DA GRAD _ . 

(Nil) + eCNIl) ^ 


NI2 


DA 


GRAD 


where X is the coil scaling factor (different, in general, from the model 
scaling factor) and e represents the relative steady state contribution 
by the gradient coils to the magnetic force checking aerodynamic drag. 
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The contribution by the model weight has been neglected in this 
expression. Current density levels are assumed to remain unchanged and, 
hence, coil volumes scale with the magnitude of the product 

Coil size is important for three reasons,. First, coil and cryostat 
costs should be dependent on size at least linearly. Second, .steady 
state helium evaporation losses are expected to depend on wetted area 
and, hence, to scale roughly with the square of the coils (and therefore 
cryostat) character! sti c dimension. Third, a.c. losses of gradient 
coils appear to scale linearly with the frequency of the changing 
current and the length of wound superconductor (see discussion in' 
section 4.1). 

Two specific examples of extrapolation to larger facilities have 
been chosen. Both are realistic in the sense that they involve either 
existing or planned aerodynamic test facilities (both at NASA Langley 
Research Center). Both are representative of the increased potential for 
utilization of magnetic suspension techniques brought about by the. 
emerging cryogenic wind tunnel technology for high Reynolds number 
simulation. 

SCALING TO LANGLEY 'cryogenic TRANSONIC PILOT TUNNEL; 

This is a highly successful fully operational facility developed at 
NASA Langley Research Center to explore the design, operational, and 
research character! sties of the high Reynolds number cryogenic wind 
tunnel concept (10). From the point of view of exploring extensions of 
the superconductor magnetic suspension technique to large scale facilities 
it offers the two main advantages of cryogenic wind tunnels, i.e., 
drastically reduced aerodynamic loads for a given Reynolds number 
(low q), and a cryogenic environment in the test section which simplifies 
the cryostat design and promotes relative reduction of coil size. This 
particular faci I ity of fers the additional advantage of being of inter- 
mediate size, thus giving the designer added confidence in the validity 
of his design extrapolation. 
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A larger size, octogona I test section has been assumed available 
as a modification of the Transonic Pi lot' Tunnel , for the purposes of 
this exercise. Extreme (but realistic) flow conditions have also been 
assumed. Results are presented in Table 6. A scale sketch of the respec- 
tive coil configurations is given as Figure 18 where the relative coil 
size reduction is evident, particularly for GRAD and DA coils. Thus, 
for example, although model volume increases by a factor of 64 and 
drag capability by a factor of 50, gradient coil volume and helium 
boil-off increase only by a factor of 8. 

Note that in Figure 18 the linear scale of the sketch for the larger 
facility has been reduced by a factor of 4 to permit direct visual 
comparison with the optimized prototype facility. Hence, for example, It 
Is apparent that substantial relative reductions in size of gradient coils 
and drag augmentation coils are possible even within the rather conserva- 
tive assumptions stated above. 

SCALING TO LANGLEY CRYOGENIC TRANSONIC RESEARCH TUNNEL:' 

This is a truly large scale fad I ity still in the design state at 
Langley Research Center. The only purpose of speculating this far into 
an as yet uncertain future is to explore to a practical upper limit 
the relative advantages of scaling a superconductor magnetic suspension 
while at the same time .getting crude upper limit estimates of helium 
consumption. The last column in Table 6 summarizes the results of 
calculations based on straight extrapolation from the design for the 
Langley pilot facility. That is, no further relative reduction in 
cryostat or coil size is assumed. Estimated coll sizes and helium losses 
are expectedly quite • large but do not appear forbidding in view of the 
size of the overall test facility. Furthermore, considerable improve- 
ments should be possible by a, more elaborate design optimization process. 
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TABLE 6 

Summary of Design Extrapolations to Large Scale Aerodynamic Facilities 


PARAMETERS RELEVANT TO FACILITY SCALING 

OPTIMIZED 
UVA PROTOTYPE 

FOR LANGLEY TRANSONIC 
PILOT TUNNEL 

FOR LANGLEY TRANSON 
RESEARCH TUNNEL 

1 . 

TUNNEL GEOMETRY 

Shape of test section 

circular 

octogona 1 

octogona 1 


size (m) X 10 

diameter: 1.46 

across flats: 6.10 

across flats: 24 

2. 

MODEL SCALING 
diameter: d 

1 

4 

16 . 


projected area: d^ 

■ 1 

16 

256 


volume-: 

1 

64 

4096 

3. 

FLOW CHARACTERIZATION 
Mach number 

3 

1 

1 


stagnation pressure (atm) 

3.4 

5.0 

4.0 


dynamic pressure (kN/m^) 

59 

188 

1 54 

4. 

SPHERE DRAG SCALING 

1 

50 

660 

5. 

COIL GEOMETRIES CMF/DA/GRAD) 
mean diameter (m) x 10 

4.39/4.39/1.65 

13.65/11.99/7.11 

54.36/48.01/28.4, 


cross section (sq m) x 100 

. 160/. 361/. 048 

1 .61/. 645/. 089 

6.45/2.06/2.84 


vol ume (cu m) x, 1000 

2. 21/4. 98/. 25 

69.3/24.3/2.00 

1 1 I0/3J 1/25.6 


mean half angle to axis (deg) 

.69/55/25 

69/55/31 

69/55/31 

6. 

HELIUM ANNULUS GEOMETRY 

inner wetted diameter (m) x 10 

2.4 

8.0 

32.0 


outer wetted diameter (m) x 10 

6.6 

17.8 

71.1 

7. 

MAGNETIC FIELD SCALING 

required drag capability 

1 

50 

660 


mode 1 VO 1 ume factor 

1 

64 

4096 


model magnetization factor 

1 

3.25 

3.25 


drag augmentation factor 

1 

.24 

.05 


gradient coi 1 factor 

1 

.24 

.05 

8. 

HELIUM BOIL-OFF 

scaling factor for background losses 

1 

8.2 

131 


scaling factor for gradient coll 
losses 

1 

7.9 

102 . 


boil-off rate: (background/gradient 

coils/total) (jl/hr) 

5/5/10 

41/59/80 

655/510/1 165 



250 

TURNS 


TURNS 


Figure 18 Design Extrapolation Dimensional Sketch. 






4.4 Future Design Options 


The superconductor magnetic suspension and balance prototype facility 
developed at the University of Virginia has served its main objective of 
proving the feasibility of this magnetic suspension concept well. 
Technology relevant to implementing extrapolations of the technique to 
larger facilities has been explored. Much has been learned concerning 
design and operational characteristics of this type of facility. From 
this first-hand knowledge a list of problem areas where research efforts 
should be quite fruitful has emerged, A brief discussion on each item 
in this list foi lows: 

Power ’ Supp lies : The one Initial undesirable characteristic of the 

prototype'. power amplifiers is the noisy switching operation. Two 
Immediate benefits wM [ accrue from ^’smoother” power amplifiers, i.e., 
lower liquid helium evaporation rates and removal of the main obstacle 
In the way of a truly effective electromagnetic model position sensor. 

An additional feature to be explored concerns the feasibility of 
bi-dlrectlona! power amplifier operation to reduce the average gradient 
coil operating current to zero. 

Model Position Sensors : The shape- i ndependent characteristic Is 

very desirable. The potential of electromagnetic position sensors should 
be re-examined in the light of progress with noiseless power amplifiers. 

Cryostat Design : As facilities become larger, background helium 

evaporation rates become significant. It Is felt that much Improvement 
can be made in this area. Also, the questions of tunnel accessibility 
and convertibility from a magnetic suspension mode to other tunnel 
operating modes must be examined In detail for large scale facilities. 

Safety and Reliability : Again, the safety problem becomes more 

important as the scale of the facility grows larger. The area of 
reliability of magnetic suspension of wind tunnel models (as models 
become larger and more expens.ive) has not been studied in detail so far, 
but the economic incentive of doing so for larger systems is obvious. 
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Magnetic Coils: Better superconductors from the v i ewpoi nts of a.c. 

losses and current carrying capacity will obviously make the magnetic 
suspension technique more attractive for larger facilities. Given the 
overall low temperature environment furnished by cryogenic tunnels, the 
question of using non-superconductor coils should be re-examined as 
discussed in section 2.1. 

Wind Tunnel/Maqnetic Suspension Interface : Very significant 

improvements with respect to the prototype facility can be effected. 
Questions of accessibility for setting up and observation, convertibility 
to regular wind tunnel operation, and other relevant questions should 
be studied in considerable detail before freezing the design of larger 
faci I ities., 

5. CONCLUSION 

This project has been an unusually rewarding experience for this 
author and' a host of co-workers who, at al I levels of expertise and 
responsibi I Ity> have made the reported success of this proof-of-concept 
project possible. However, satisfaction of past accomplishments cannot 
compare with the sense of anticipation for what can be accomplished In 
the future.' The ■ technica 1 breakthrough reported herein together with 
the spectacular success of the cryogenic wind tunnel concept have 
finally made the dreamof a large-scale clean-tunnel aerodynamic testing 
truly feasible. 

In view of the above, one cannot escape the conclusion that the 
logical next step should be to build a medium size facility where the 
design extrapolation estimates and the suggested improvements can be 
tested. Al! the necessary technology to carry out this next step is 
available today. Ideally, this intermediate scale facility would combine 
a superconductor magnetic suspenslo.n with a cryogenic wind tunnel, thus 
enabling sufficiently high Reynolds number experiments to be performed to 
assess quantitatively the merits of free-support aerodynamic testing in 
realistic flight simulation environments. The implementation of such 
proposal should prove a challenging and rewarding endeavor. 


52 



REFERENCES AND .PUBL tCAT IONS 

REFERENCES 

1. Parker, H. M., Summary of ARL Symposium on Magnetic Wind Tunnel 
Model Suspension -and Balance Systems , ARL Report 66-0135, edited by 
F, L. Daum, pp. 137-157, July 1966. 

2. Zapata, R. N. and T. A. Dukes, pp. 1-25, Report of. Ref. 1. 

3. Parker, H. M. , et al., "Theoretical and' Experimenta I investigation 
of a Three-Dimensional Magnetic Suspension Balance for Dynamic 
Stability Research in Wind Tunnels", Technical Report 

No. AST-4030- 105-680, Research Laboratories for the Engineering 
Sciences, University of Virginia, March 1968. 

4. Zapata, R. N., Proceedings of the Second International Symposium 
on Electromagnetic Suspension , University of Southhampton report 
edited by M. Goodyer and M. Judd, 1972, Paper A. 

5. Elterson, K. R., Review of Scientific Instruments , vol. 38, No. 12, 
pp. 1776-79, December 1967. 

6. Stephens, T., paper G, Report of Ref. 4. 

7. Fluid-Dynamic Drag , Sighard F. Hoerner, 1965. (published by author). 

8. .'Covert, E.,E., et al., "Magnetic Balance and Suspension Systems for Use 

with Wind Tunnels,", chapter 2 of Progress In Aerospace Sciences , 

Volume 14, pp. 27-107, edited by D. Kuchemann, Pergamon Press, 1973. 
(This reference represents a brief but quite complete review of the 
basic principles, design concepts, and .applications of magnetic 
suspension techniques for aerodynamic testing, and Includes rather 
extensive reference lists.) 

9'. Moss, F. E., paper Cl, .Report of Ref,. 4. 

10. Kilgore, R. A., et al., "The Cryogenic Wind-Tunnel Concept for High 
Reynolds Number Testing", NASA Technical Note TN D-7762. 

December 1974. 


PUBLICATIONS 

a. Zapata, R. N., et al. "University of Virginia Superconducting 
Wind-Tunnel Balance", Journal of Applied Physics , vol. 42, No. I, 
pp. 3-5, January 1971. 

b. Group of papers contributed to the Second International Symposium 
on Electromagnetic Suspension, South Hampton University, July 1971. 
These papers are included in the symposium proceedings, edited by 
M. Judd and M. Goodyer and , pub 1 i shed in 1972. Also published as 
main body for Final Technical Report for NASA Grant NGR-47-005-029, ■ 
University of Virginia RLES Report No. ESS-4009- 1 0 1 -73U, edited by 
R. N. Zapata, February 1975. 


53 



Paper A: "The University of Virginia Superconducting Suspension 

and Balance Facility", by R. N. Zapata. 

Paper C: "The Use of Superconductivity in Magnetic Balance Design", 

by F. E. Moss. 

Paper K: "Data Acquisition and Reduction for the U. Va. Superconducting 

Magnetic Suspension and Balance Facility", by i. D. Jacobson, 
J. L. Junkins, and J. R. Jancaitis. 

Paper Q4: "Electromagnetic Position Sensor for a Magnetically 

Supported Model in a Wind Tunnel" by W. R. Towler and 
F. E. Moss. 

Paper Q9: "Safety Aspects of Superconducting Magnetic Suspension 
Systems", by R. N. Zapata. 

Paper S: "The Use of Iron and Extended Applications of the U. Va. 

Cold Balance Wind Tunnel System", by'H. M. Parker. 

c. Zapata, R. N., et al., "Experimental Feasibility Study of the 

Application of Magnetic Suspension Techniques to Large-Scale 

Aerodynamic Test Facilities", AIAA paper no. 74-615, presented at 

the AIAA 8th Aerodynamic Testing Conference, Bethesda, Md. 

July 1974. 

d. Humphris, R. R., et al., "Performance Characteristics of the U.Va. 

Superconducting Wind Tunnel Balance", paper presented at the Applied 

Superconductivity Conference, Ch icago,“ 1 1 I . , October 1974. 


54 





DISTRIBUTION LIST 

Copy 

No. 


1 - 

5 

NASA Scientific and Technical -Information 
Faci I ity 
P. b. Box 33 

College Park, Maryland 20740 

6 - 

7 

Langley Research Center 
Hampton, Virginia 23365 

8 - 

12 

R. N. Zapata 

13 


R. R. Humphris 

14 


■ K. C. Henderson 

15 


J. E. Scott, Jr. 

16 


1 . A. Fischer 

17 - 

18 

E. H.- Pancake 

19 


RLE5 Files 



